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Message Text 


CONFIDENTIAL 
PAGE 01 SOFIA 01047 132240Z 
22 

ACTION WRD-01 

INFO OCT-01 EUR- 1 2 ISO-OO OC-05 CCO-OO /019W 

119591 

R 131304Z MAY 76 
FM AMEMBASSY SOFIA 
TO AMCONSUL FRANKFURT 
SECSTATE WASHDC 1245 

CONFIDENTIAL SOFIA 1047 

FRANKFURT FOR FRDCO; DEPT FOR WRDCO 

E.O. 11652: GDS 
TAGS: ACOM. BU 

SUBJECT: SCREENING DEVICE AT SOFIA AIRPORT 
REF: FRANKFURT 3190 

1 . POST SECURITY OFFICER SCHOLL AND CRO ENLOW MET SDC 112/114 
COURIERS AT SOFIA AIRPORT 12 MAY AND SURVEYED SCREENING 
DEVICE AS COURIERS PASSED THROUGH TO THE DEPARTURE LOUNGE. 
DEVICE IS SIMPLE METAL DETECTOR ONLY (NO CCTV OR X-RAY) 

WITH MINIMUM ATTENDANCE OR SURVEILLANCE. PSO CHECKED TO 
SEE IF DEVICE WAS ACTIVATED BY METAL AS HE PASSED THROUGH 
CHECKPOINT AND NEEDLE FLUCTATED. 

2. POST DOES NOT FEEL THAT THE DEVICE PRESENTS ANY GREAT 
PROBLEM. ADVISE IF FRDCO FEELS FURTHER STEPS NECESSARY. 
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